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AB21CU 8 III* Fee aM Fayaent . 


« * * 

(a) $90,300 when the Contracting Officer finds -that 
the Contract Architect has satisfactorily ceaapleted all the services 
required under the contract, and that the building has been eatiefac 
torily completed in accord with approved plane and specifications. 
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